


es 


VICTOR X-RAY CORPORATION 


MANUFACTURERS OF 


X-RAY APPARATUS, COOLIDGE TUBES AND , 
RESEARCH LABORATORIES 


Ue oC ancek ee me PHYSICAL THERAPY APPARATUS SCHENHeT BY 
2012 JACKSON BOULEVARD NLY. 
“STATION D” 
CHICAGO 


Dear Doctor Earle: 


jhe, 


The Victor Vario-Frequency Diathermy Apparatus which you have been 
using is conceded to be the finest ever produced. EHecause it offers so many 
selections of frequency, voltage, and spark gap adjustments we have compiled 

n ready reference form all available information pertaining to the proper 
use of this equipment. This will serve to guide the operator in selecting 
the most effective output from the machine and 
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the proper settings to obtain 
the most satisfactory treatment from the standpoint of the Sake 
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you this ink formation herewith as evidence of our desire to be of service. 
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As manufacturers we have long recognized that our responsibility 


of 


to our customers does not terminate with the sale, installation and demon- 
stration of equipment. We would like to call your attention also to the 


fact that we maintain an extensive reference library and are in position to 
supply references, abstracts, or reprints covering any condition in the 


treatment of which Diathermy has been reported in current medical litera- 
ture. This service is available to you’ without obligation. 


If you will indicate on the enclosed post card the particular spec- 
dalty in which you are engaged and also in what special conditions the ap- 
plication of Diathermy interests you we will send you the available lit- 
erature on the subject. It is of great interest to us to know how your 
machine is performing and if you will tell us in the space provided for 
remarks we will appreciate it. 


trusting that the Diathermy technique manual will prove of value 
and assuring you of our desire to be of further service, we are 


Very truly. yours, 


VICTOR X-RAY CORPORATION 
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